FAIRGROUNDS HOTEL 

NATURAL BRIDGE AT GRAND 

SAINT LOUIS 

250 ROOMS - 250 BATHS 
KITCHENETTE APARTMENTS 
RATES - $2.00 SINGLE. SS.OO DOUBLE. AND UP 
FIRST CLASS DINING ROOM - COFFEE SHOP AND TAVERN • POPULAR 
BANQUET FACILITIES FOR 500 - GARAGE 
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air6rounds Hotel 


OPPOSITE BEAUTIFUL FAIRGROUNDS PARK 

i) s r i n t louis, mo. 

ON U.S. HIGHWAY 40-66 










